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Message: RE: Account Details 


B RE: Account Details 


From 

To 

Cc 


Kraft, Emily 
Pennington, Lara 


Date Tuesday, January 3, 2017 7:17 AM 


Hi Lara, 


To login, go to https://appsl.mo.gov/A2A/Account/Login.aspx . Your user name is PenningtonL. Your 
password is the temporary password from the email below. I would suggest copying it and pasting it 
to make sure you have it in correctly. Also, beware of accidentally copying extra spaces. 

Once you click "Log in" you will be taken to a password reset page. Again, you will need to enter the 
temporary password below as the "Old password." Your new password can be whatever you like, so 
long as it fits the password requirements (I believe it must be at least 7 characters and contain a 
capital letter, a number, and a non-alphanumeric such as * or #). 

Let me know if you have any trouble getting into the system. 


Emily Kraft 

Alternatives to Abortion Program Manager 
Truman Building, Room 430 
Jefferson City, MO 65102 
Phone: (573) 522-0003 


From: Pennington, Lara [mailto:lpennington@ccstl.org] 

Sent: Tuesday, January 03, 2017 6:59 AM 

To: Kraft, Emily 

Subject: RE: Account Details 

Thank you Emily. Can you please send login instructions? I have not been given them to my 
knowledge. 

Happy New Year! 


From: Emily.Kraft@oa.mo.qov f mailto:Emilv.Kraft@oa.mo.qov1 
Sent: Thursday, December 29, 2016 1:19 PM 
To: Pennington, Lara 
Subject: Account Details 

Your A2A password for account Penn*** has been reset. You will need to change your 
password once you login. 

Temporary password: ry5BvY/svjLrO% 


about:blank 


9/12/2018 
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Emily Kraft 

Alternatives to Abortion Program Manager 
Office of Administration 
State Capitol Building, Room 125 
Jefferson City, MO 65101 


about: blank 


9/12/2018 


